To:  Russo,  Rebecca[Russo. Rebecca@epa.gov] 

From:  Chavez,  Luke 

Sent:  Fri  8/7/2015  3:57:39  PM 

Subject:  RE:  Gold  King  Mine  ER  - Talking  Points,  Chronology,  Next  Steps 


Not  yet.  Early  afternoon. . . .possibly. 


From:  Russo,  Rebecca 

Sent:  Friday,  August  07,  2015  9:44  AM 

To:  Chavez,  Luke 

Subject:  RE:  Gold  King  Mine  ER  - Talking  Points,  Chronology,  Next  Steps 


Do  we  have  test  results  back  yet? 


Rebecca  A.  Russo 

Region  8 Congressional  and  Intergovernmental  Liaison 
Office:  303-312-6757 
Cell:  303-204-1930 


From:  Chavez,  Luke 

Sent:  Friday,  August  07,  2015  9:39  AM 

To:  Hestmark,  Martin;  Card,  Joan;  Ostrander,  David 

Cc:  Reynolds,  Cynthia;  Farris,  Laura;  Myers,  Craig;  Chavez,  Luke;  Ackerman,  Joyce;  Cristiano, 
Gina;  McComb,  Martin;  Faulk,  Libby;  McClain-Vanderpool,  Lisa;  Mylott,  Richard;  Russo, 
Rebecca 

Subject:  Gold  King  Mine  ER  - Talking  Points,  Chronology,  Next  Steps 


Let  me  know  if  you  have  any  questions  or  need  clarification. 


Luke 


1788622 
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Luke  D.  Chavez 


Environmental  Engineer/Exercise  Coordinator,  MEP 
Emergency  Response  and  Preparedness 
US  EPA  Region  VIII  (EPR-ER) 

1595  Wynkoop  St. 

Denver,  CO  80202 
303.312.6512  (office) 

720.320.6250  (mobile) 
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